VTANDMO FORM NO, 

Office 

TO s 

FROM : 
SUBJECT: 


DECLASSIFIED AND APPROVED FOR RELEASE 
DYTHE CENTRAL INTELLIGENCE AGENCY 



talk this 

M orn<Tig He has agreed 

to furnish you with the materials on a personal "by hand" 
basis—with the proviso that only one or two people see the 
product. 



September, his replaceme 


eturns to England on 5 
ig on 1 September. You 


might desire to see him before he shoves off. 



E. K. WRIGHT 
Colonel, GSC 

Executive to the Director. 



